NOTICE OF DECISION FOR FILM POSTER 


Under regulation 32 of the Films, Videos, and Publications Classification Regulations 
1994 


Title: 

OFLC ref: 
Medium: 
Distributor: 
Applicant: 


Paranormal Activity: The Ghost Dimension Extended Version 

1600031.001 

Slick 

Universal Pictures 

Film & Video Labelling Body 


Decision: 


Approved 


Conditions of approval: 

None 


Date: 


03 February 2016 




